SEPARATING.                                                      ,?, o

*es  thermometer tube and manometer and are heated,   "bv niea-^
jteam or direct firing.    The latter either heats the \valfs direct,
if a double wall is used, the heat transmitting substance, water,
or alloys (Fig. 216).
: is  frequently necessary to use digesters,  which   are   provided

s regards the materials to be used in the construction o f di^e^ter-

FIG. 216.   DIGESTER

3 obvious that they have to be selected according to the properties
the substance to be treated in the apparatus; digesters made of
t iron are most frequently used; if necessary they are: lined with
d or provided with an enameled lining. Wrought iron. a.nd copper
only rarely used,